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Abstract 


HEALTH AND FAMILY WELFARE DEPARTMENT — RESERVOIR AND QUICKSET USED IN 
INSULIN PUMP INCLUSION UNDER RE- IMBURSABLE EQUIPMENTS _ ORDERS ISSUED 


HEALTH & FAMILY WELFARE (G ) DEPARTMENT 
G . O . (P ) No. 158 /2014 /H & FWD. 

Dated , Thiruvananthapuram , 26th May 2014 . 


Read : Letter No. MH3/93150 /2013 /DHS dated 6 - 2 - 2014 from the DHS , 

Thiruvananthapuram . 


ORDER 


It has come to the notice of the Government that the Reservoir and 
Quickset used in insulin pump for diabetic patients are not included in the 
category of reimbursable items which makes difficulty to the public as the 
number of diabetic patients is increasing day by day . 


The Director of Health Services as per the letter read above has informed 
that insulin pump is very useful in the control of diabetes especially type 1 
diabetes and uncontrollable diabetes. 


Government have examined the matter in detail and are pleased to include 
the Reservoir and Quickset used in insulin pump under the category of 
reimbursable items. 


By order of the Governor, 


S . REHNA BEGUM , 
Joint Secretary to Government. 
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